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Statement of purpose. Biology Digest organizes, Master list of publications. Publications received 


summarizes, and indexes worldwide scientific lit- 
erature in the life sciences. It is designed to assist 
students and educators at the secondary school and 
undergraduate college levels in keeping current on 
the latest scientific developments and in perform- 
ing special research projects. 


Method. The staff of Biology Digest screens some 


200 periodicals, foreign and domestic, looking for 
significant new information relevant to the biologi- 
cal sciences. This material is summarized, orga- 
nized into chapters, and indexed by subject and au- 
thor. 


Abstracts. The abstracts or “digests,” which are up to 


325 words long, give as much information as possi- 
ble about the original material, including conclu- 
sions and methods. The idea is to enable students 
who may not have ready access to the original doc- 
uments to understand and keep current on the latest 
biological research. Each issue of Biology Digest 
contains approximately 350 abstracts. 


Citation numbers. Abstracts are numbered sequen- 


tially through the entire volume. The first four 
characters represent the academic year of the vol- 
ume, and the four characters following the 
hyphen represent the abstract identification num- 
ber—98/99-0001, 98/99-0002, 98/99-0003, etc. 


Keyword Index. Each abstract is assigned certain key- 


words that spotlight the main points of the article. 
Each keyword becomes an “entry” in the keyword 
index which refers the reader back to the appropri- 
ate abstract. The indexing technique used in Biology 
Digest is called “free-language,’ which means that 
the keywords chosen to represent each article are 
not restricted to a thesaurus or master list of key- 
words but rather picked to conform to the language 
in the original material itself. 


Author Index. Each issue contains its own author in- 


dex to facilitate locating research performed by a 
narticular scientist. 


Feature Articles. Each issue contains a special au- 


thoritative feature article on some particular area 
of biological research. Additional copies of feature 
articles are available for a nominal fee. See pages 
vill and ix for a list of past feature articles and 
pricing information. 


regularly and cited in Biology Digest are listed in 
the front of each issue. 


Abbreviations and symbols. Alphabetical listings of 


abbreviations and symbols appear in each issue. 


Subscriptions. Biology Digest is published monthly, 


September through May. A subscription to Volume 
25 for the 1998-99 school year is $129 ($139 for 
foreign subscriptions). All subscriptions are for a 
full volume (nine issues), and the Cumulative 
Index. New subscribers automatically receive any 
issues already published in the current volume. 
Single copies of Biology Digest issues may be or- 
dered prepaid for $12 each. A limited number of 
back volume sets also are available—Volumes 5-8 
at $79 ($85 for foreign subscriptions), 9-11 at $89 
($95 for foreign subscriptions), 12 and 13 at $95 
($101 for foreign subscriptions), 14-16 at $99 
($105 for foreign subscriptions), and 17-24 (which 
include the Cumulative Index), at $125 ($130 for 
foreign subscriptions). Payment must accompany 
all subscription orders from outside the U.S. and 
Canada. 


Cumulative Index. To facilitate research, an integrated 


cumulative index containing both keywords and au- 
thor references is published at the end of the volume 
year. The Cumulative Index to Volume 5 (1978-79) 
and Volume 6 (1979-80) are $18.50 each. Volume 7 
(1980-81), Volume 8 (1981-82), Volume 9 (1982- 
83), and Volume 10 (1983-84) are $19.50 each. 
Volume 11 (1984-85) and Volume 12 (1985-86) are 
$22.50 each, and Volume 13 (1986-87), Volume 14 
(1987-88), Volume 15 (1988-89), and Volume 16 
(1989-90) are $25.00 each. Beginning with Volume 
17 (1990-91), the Cumulative Index became an au- 
tomatic part of a subscription to Biology Digest. 
Cumulative Indexes for Volumes 17-24 are avail- 
able, however, for purchase at $25 each. 


Please send orders and inquiries to: 


BIOLOGY DIGEST 
143 Old Marlton Pike 
Medford, NJ 08055 
Phone: 609/654-6500 
Fax 609/654-4309 
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WILLSON, JAMES K. V. 98/99-1317 WUETHRICH, BERNICE 98/99-1865 ZACKS, REBECCA 98/99-0722 
WILLWERTH, JAMES 98/99-0980 WUILLEMIN, WALTER A. 98/99-2556 ZAHAVI, AMOTZ 98/99-1266 
WILMOTH, JOHN R. 98/59-0298 WUNDERLICH, THOMAS A. 98/99-2028 ZAHAVI, AVISHAG 98/99-1266 
WILMUT, IAN 98/99-2405 WUNSCH, HANNAH 98/99-2284 ZAHEDI, SHAHRAM 98/99-1985 
WILSHIN, JEAN 98/99-1747 WYLIE, D. R. W. 98/99-1315 ZAHM, F-. 98/99-0751 
WILSON, ALAN D. 98/99-2458 WYMORE, RANDY S. 98/99-2537 ZAMBONELLI, A 98/99-0942 
WILSON, CHARLES L. 98/99-0173 WYNN, SALLY 98/99-0382 ZELE, STEPHEN 98/99-1366 
WILSON, IRA B. 98/99-0577 XIA, YUJI 98/99-0955 ZEMEL, BABETTE 98/99-2663 
WILSON, ROBERT S. 98/99-1516 XIE, JUNHE 98/99-2022 ZERIAL, MARINO 98/99-2549 
WINBLAND, BENGT 98/99-1746 XIE, X. SUNNEY 98/99-2535 ZHANG, DANMEI 98/99-1316 
WINCOTT, J. LEIGH 98/99-1357 XU, XIPING 98/99-0521 ZHANG, LINQI 98/99-0122 
WINDHAM, MICHAEL D. 98/99-1525 XUN, LUYING 98/99-2535 ZHAO, HAIPING 98/99-0107 
WINFREE, ERIK 98/99-0735 YAARI, SHLOMIT 98/99-1718 ZHAO. ZUO 98/99-1034 
WINGFIELD, JOHN C. 98/99-1559 YAMAMOTO, AKIRA 98/99-1355 ZHENG. S. 98/99-2231 
WINGFIELD, JOHN C. 98/99-1846 YAMOUT, BASSEM 98/99-1451 ZHONG, GUANGMING 98/99-1698 
WINIARSKI, KATHRYN 98/99-2484 YAN, Y.-L. 98/99-2237 ZHOU, JIZHONG 98/99-1842 
WINKELSTEIN, JERRY A. 98/99-2310 YANG, JAMES C. 98/99-0486 ZHOU. LI-MING 98/99-2077 
WINKLER, CHERYL 98/99-2542 YANG, M. S. 98/99-1954 ZHOU. MIN 
WINTER, METTA 98/99-1220 YANG, WEN-WEI 98/99-2077 
WINTER, METTA 98/99-2169 YANG, XIAOLU 98/99-1011 
WINTER, STEVE 98/99-0309 YANG, ZHIGANG 98/99-0278 
WINTERMUTE, GAREN J. 98/99-2388 YANIV, ZOHARA 98/99-2147 
WINZELER, ELIZABETH A. 98/99-1036 YANO, JUNJI 98/99-2204 
WITKOWSKI, JOSEPH A. 98/99-1679 YANO, KAZUHIRO 98/99-2518 
WITMER, LAWRENCE M. 98/99-0716 YANSANE, MOHAMED L. 98/99-0520 
WITT, CLARA J. 98/99-2273 YARAMIS, AHMET 98/99-2318 
WITTEMAN, J. C. M. 98/99-2618 YARIE, JOHN 98/99-0991 
WITTEMAN, J. C. M. 98/99-1149 YASUDA, JUN 98/99-1633 
WITTUNG-STAFSHEDE, PERNILLA 98/99-0874 YE, SHUN-HUA 98/99-1653 
WODICK, LISA 98/99-0703 YELD, JOHN 98/99-0380 
WOLF, PHILIP A. 98/99-1762 YEOMAN, BARRY 98/99-2355 ZIMMERMAN, PETER A 98/99-1084 
WOLFE, JEREMY M. 98/99-0875 YETMAN, DAVID 98/99-1214 ZINGG, HANS H. 98/99-0427 
WOLINSKY, STEVE M. 98/99-0122 YIN, YAO 98/99-0993 ZLOKARNIK, GREGOR 98/99-2517 
WOLKENSTEIN, PIERRE 98/99-2263 YIP, BENITA 98/99-0171 ZORPETTE, GLENN 98/99-1912 
WOLKOMIR, RICHARD 98/99-1376 YIP, BENITA 98/99-0463 ZORPETTE, GLENN 98/99-2419 
WONG, C. M. 98/99-1422 YOCCOZ, NIGEL GILLES 98/99-0055 ZUGER, ABIGAIL 98/99-0584 
WONG, H. F. 98/99-1954 YOMO, TETSUYA 98/99-2251 ZUGER, ABIGAIL 98/99-0765 
WONG, KATE 98/99-1957 YONEMORI, KEIZO 98/99-1862 ZUR, MARLENE 98/99-2156 
WONG, PHILLIP 98/99-0419 YOON, CAROL 98/99-1302 ZURCHER, ERNST 98/99-0321 
WOOD, EMMA R. 98/99-2547 YOON, CAROL KAESUK 98/99-1311 ZWARENSTEIN, MERRICK 98/99-1787 
WOOD, LAWSON 98/99-0308 YOON, CAROL KAESUK 98/99-1522 ZWERLING CRAIG 98/99-0373 
WOODS, SEAN 98/99-0672 YORK, ANDY 98/99-1543 ZWINGER, ANN 98/99-1873 


98/99-0314 
YOUTH, HOWARD 98/99-0612 
YU, JIAN 98/99-1317 
YU, JIE 98/99-1640 
YU, XIAOBO 98/99-2546 
YUAN, JING 98/99-1861 
YUEN, K. Y. 98/99-0448 
YUJIRI, TOSHIAKI 98/99-2543 
YUMOTO, TAKAKAZU 98/99-1837 
YUNDT, KENT D 98/99-2012 
YUNG, K. L. 98/99-1954 


98/99-1367 
ZHOU, WEI 98/99-1653 
ZHOU, Z 98/99-2231 
ZHU, MIN 98/99-2546 
ZHUKAREVA, VICTORIA 98/99-2544 
ZIELINSKI, J. M 98/99-1602 
ZIETMAN, ANTHONY 98/99-1674 
ZIMMER, CARL 98/99-0017 
ZIMMER, CARL 98/99-0401 
ZIMMER, CARL 98/99-0072 
ZIMMERER, KARL S 98/99-0574 
ZIMMERMAN, BARBARA 98/99-0692 
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